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g Royal Pump Room, perhaps better known as the 
Old Sulphur Well, will be quickly recognised by the 
elegant octangular building which encloses and 
z covers the spring. The sulphur-well-water here is 
5 the strongest in Europe. It was as long ago as the 
uj lHth century that the medicinal properties of 
k Harrogate waters were first discovered and their 
« fame brings thousands of visitors, English and 
S! foreign to enjoy the benefit of an annual “ Cure." 
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